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Message Text 


UNCLASSIFIED 

PAGE 01 SANTO 04070 202120Z 

21 

ACTION EB-07 

INFO OCT-01 ARA-10 ISO-OO CCO-OO CIAE-00 OTPE-OO FCC-02 

INR-07 NSAE-00 OC-06 USIA-15 COME-OO BIB-01 /049 W 

069898 

R 201930Z AUG 76 

FM AMEMBASSY SANTO DOMINGO 
TO SECSTATE WASHDC 8004 

UNCLAS SANTO DOMINGO 4070 

E.O. 11652: N/A 
TAGS: ETEL, DR 

SUB J : OBJECTIONABLE OPERATION OF RADIO BROADCAST STATION HIBG 
ON 1 160 KHZ AT SANTIAGO, DOMINICAN REPUBLIC 

REF: A) STATE A-3570, B) SANTO DOMINGO A-102 

1 . IN REPLYING TO EMBASSY'S REPRESENTATION ON SUBJECT, GODR 
TELECOMMUNICATIONS OFFICE HAS ASKED IF THREE CASES OF 
MONITORING CITED IN REFAIR A WERE DURING DAYTIME OR NIGHTTIME. 

2. STATION HIBG SUPPOSEDLY REDUCES ITS OUTPUT AFTER SUNSET 
TO 250 WATTS FROM THE DAYTIME OUTPUT OF 5,000 WATTS IN ORDER 
TO AVOID INTERFERENCE. TELECOMMUNICATIONS PERSONNEL BELIEVE 
THAT OUTPUT OF 5,000 WATTS DURING THE DAY DOES NOT RPT NOT 
INTERFERE WITH STATIONS OUTSIDE DR. 

3. TELECOMMUNICATIONS ADMITTED THAT IT HAS NOT RPT NOT NOTIFIED 
FCC CONCERNING ASSIGNMENT OF HIBG ON 1 160 KHZ. 

4. PLEASE ADVISE. 

HURWITCH 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO FREQUENCIES, RADIO BROADCASTING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SANT004070 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760320-1068 
From: SANTO DOMINGO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760834/aaaabcuf.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 STATE A-3570, 76 SANTO DOMINGO A-102 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 APR 2004 by ReddocGW>; APPROVED <08 DEC 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OBJECTIONABLE OPERATION OF RADIO BROADCAST STATION HIBG ON 1160 KHZ AT SANTIAGO, DOMINICAN REPUBLIC 
TAGS: ETEL, DR, HIBG 
To: SECSTATE WASHDC 
Type: TE 
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